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Message Text 


UNCLASSIFIED 

PAGEOI ROME 11963 241851Z 

43 

ACTION EPA-04 

INFO OCT-OI EUR-I2 ISO-00 OES-06 FEA-01 HEW-06 DHA-02 
SSO-00 NSCE-00 USIE-00 INRE-00 AID-05 CEQ-01 CIAE-00 
ERDA-07 COME-00 DODE-00 EB-07 INR-07 10-13 L-03 

NSF-02 NSC-05 NSAE-00 PM-04 SS-15 SP-02 INT-05 PA-02 

PRS-01 /lllW 

008243 

OR241840ZJUL76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC IMMEDIATE 9037 
INFO AMCONSUL MILAN 

UNCLAS ROME 1 1963 

E.O. 11652: N/A 
TAGS: SENV, IT,U.S. 

SUBJ: EXPLOSION OF LETHAL GAS IN LOMBARDY 

REE: (A) ROME 11893 

(B) STATE 182710 

(C) STATE 183388 

EMBASSY APPRECIATES PROMPT AND THROUGH RESPONSE TO REFERENCE 
(A) CONTAINED IN REFERENCES B ANC C. REQUEST FOR MINISTER OF 
HEALTH DI FALCO THE NAME AND LOCATION OE ENGLISH COMPANY 
WHICH IS REPORTED IN ITALIAN NEWSPAPERS OF HAVING HELPED 
U.S. WITH SIMILAR PROBLEM IN VIETNAM. ESPECIALLY EOR 
TREATMENT OF AIR AND EARTH CHANNELING TECHNIQUES TO 
EFFECTIVELY COLLECT RESIDUE OF THE TREATMENT FOLLOWING THE 
DESTRUCTION OF THE MATERIAL IN THE UNDERGROUND CONTAINERS.VOLPE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, EXPLOSIONS, CHEMICALS, INFORMATION CONTROL, BUSINESS FIRMS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME1 1963 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760286-0227 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760724/aaaaavfa.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ROME 11893 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 MAY 2004 by chengls>; APPROVED <16 NOV 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPLOSION OF LETHAL GAS IN LOMBARDY 
TAGS: SENV, IT, US 
To: STATE 
Type: TE 
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